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THE UNIVERSITY w 





HEALTH SERVICE Na 

University of the Philippines ie 
Diliman, Quezon City 4 
July 15, 2019 


TO WHOM IT MAY CONCERN: 





This is to cenify that 
seen in this Health Service on July 15, 2019 


Was 


and was found with essentially normal physical examination 
findings at the time of examination. 


REMARKS/RECOMMENDATIONS: 


FIT for Internship 
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